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United States Department of Agriculture 

Animal and Plant Health Inspection Service . 
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INSPECTION REPORT) 

4583 sitejd 

Customer ID: 1511 
Certificate: 74-R-0032 

Site: 001 

SOUTHERN METHODIST 

Inspection 

Type: ROUTINE INSPECTION 
Date: JAN-19-2005 


NO NON-COMPLIANCES IDENTIFIED THIS INSPECTION. 
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